To:  McComb,  Martin[McComb. Martin@epa.gov] 

Cc:  John.  Lucotch@WestonSolutions.com[John.  Lucotch@WestonSolutions.com] 

From:  Oiler,  Megan 

Sent:  Sat  8/8/2015  5:38:51  AM 

Subject:  Gold  King  ER  Site  Specific  Data  Management  Plan 

GKM  Site  Specific  Data  Management  Plan.docx 


Hi  Martin, 


I’ve  attached  the  SSDMP  for  the  Gold  King  ER.  I have  distributed  it  to  the  START  field  teams 
so  we  all  will  be  on  the  same  page.  Let  me  know  if  you  have  any  questions. 


Thanks, 

Megan  Oiler 

Assistant  Engineering  Associate 

Weston  Solutions 
Office:  303-729-6180 

Cell:  720-635-6826 


CONFIDENTIALITY:  This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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